Mr. Sisler confirmed that he did not actually see Mr. Beckman
punching Mr. Paugh (Tr. 361).  When asked why Mr. Lucas would
testify that he did make such a statement, Mr. Sisler said
"He probably really thought I meant it; . . .  There was
nothing to it.  It was just more or less a joke, you know.  I
didn't want to get involved in it.  I didn't want to say
nothing in the respect that it would get anybody else in
trouble" <Tr. 363).

When asked what he meant by the term "flinched,"
Mr. Sisler explained as follows (Tr. 364):

A.  Well, if you get your back to someone and
somebody comes up on you that you don't know
is about (indicating), it would scare you, you
know.  It's out of the blue, you know; you're
not ready for it.

Q.  Are you saying you saw Mr. Beckman move
and his hat fly of, and then you saw-him turn
around?

A.  True.

Q.  And then, you saw him get Mr. Paugh's
arms?

A.  True.

Section Foreman Carl Randall Johnson confirmed that he
was suspended 2 or 3 years ago without pay for a week for
making a temporary splice on a shuttle car cable, and for
allowing men to roof bolt without a TRS system on the bolter
(Tr. 6).  Mr. Johnson confirmed that he was the section
foreman on March 5, 1986, and that Mr. Paugh and Mr. Beckman
were the roof bolters, and Mr. Sisler was the rib bolter.
The crew was advised by mine foreman Steve Polce on Monday,
March 3, that they would have to drive their own cars to work
if they were behind more than 2-1/2 cuts in their work and
had to stay and work overtime (Tr. 9).  Mr. Johnson confirmed
that the crew worked 1 hour overtime on Tuesday, March 2,
because it got behind (Tr. 10).  Mr. Beckman told him that
overtime resulted from Mr. Paugh's "dragging his feet," and
Mr. Johnson took this to mean that Mr. Paugh was slowing up
in putting in roof bolts (Tr. 12).

Mr. Johnson stated that on Wednesday, March 5, Mr. Polce
told him that Mr. Beckman had complained to him about
Mr. Paugh1s "foot dragging," and instructed him to "keep an
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